AIR-CONDITIONED 

The DRAKE HOTEL 

On the Ocean at 15th - MIAMI BEACH, FLORIDA 
Telephone: JE. 1-6681 

Modern in every detail — Spacious Lobby — 
Recreation Rooms — Solarium — Dining Room — 
Dance Patio — Private Beach Service — Parking 
Facilities — European Plan — Heated. 
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